To:  greg.stasinos@state.co.us[greg.stasinos@state.co.us] 

From:  Cristiano,  Gina 

Sent:  Tue  8/1 1/2015  2:19:45  AM 

Subject:  FW:  Gold  King  Mine  statement/update  8/10 

Hi  Greg, 

I've  gotten  an  error  message  a couple  of  times  on  this  one. ..can  you  help  me  correct  Mr.  Ingles  email 
address?  Thanks! 

— Original  Message — 

From:  Mail  Delivery  Subsystem  [mailto:MAILER-DAEMON@oit-pp03.state.co.us] 

Sent:  Monday,  August  10,  2015  7:54  PM 
To:  Cristiano,  Gina 

Subject:  Undeliverable:  Gold  King  Mine  statement/update  8/10 

The  original  message  was  received  at  Mon,  10  Aug  2015  19:45:14  -0600  from  mail-ig0-f179.google.com 
[209.85.213.179] 

— The  following  addresses  had  permanent  fatal  errors  — <tyson.ingles@state.co.us> 

(reason:  554  5.4.6  Too  many  hops) 

— Transcript  of  session  follows  — 

554  5.4.6  Too  many  hops  26  (25  max):  from  <Cristiano.Gina@epa.gov>  via  iocalhost,  to 
<tyson.ingles@state.co.us> 
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